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UNITED STATES GOVERNMENT 


Memorandum 


OC Equipment Board Members 


date: 18 October 1977 


OC Equipment Board Secretary 
October Equipment Board Meeting 


25X1 


I There will be no OC Equipment Board Meeting 
in October 1977. The next meeting is tentatively scheduled 25X1 

for 16 November 1977. ■ 1 


Distribution: 

1 - DD/CO 
1 - OC-O 
1 - OC-E 
1 - OC-CMD 
1 - OC-CS 
1 - 0C-P$B 
1 - OC-PS 

1 - Board Secretary 
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